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/-WARNING 



J prevent fire or shock hazard, do not expose this ap- 
pliance to rain or moisture. 



Operator's Manual 
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Preeaiitions 
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Power requirements 

Power requirements for electrical equipment differ from area to area 
Ptease ensure that your machine meets the power requirements in your 

If in dwibt, consult a qualified electrician, ^ 
1 20 V, 60 Hz for USA and Canada ' 

220 V, 50 Hz for Europe except UK ' : - " 

240 V. 50 Hz for UK and Australia 



FOR CUSTOIiERS 

m THE^^^y^ ::::::::;;::;;:::::H 

mpommmmih Yom Mm^ 

The flex supplied with yow machine will have either two wires or thtee, 
«8 shown in the Illustrations. 



What you Should know to protect your^if and 

the Akai ME25S. 

Watch out! You might get an electric shock. 

• Never touch the plug with wet hands. • 

• Always pull out by the plug and never the cord. 

« Only let a qualified professional repair or reassemble the Akai 
ME25S. An unauthorized person might touch the internal parts and 
receive a serious electric shock. 

• Never allow a child to put anything, especially metal, into the Akai 
ME258. 

Let's protect the Akai ME2SS too. 

• Use only a household AC power source. Never use a DC power 

source. 

• If water is spilled on the Akai ME25S, disconnect it and call your 

dealer. 

• Make sure that the Akai ME25S is well ventilated and away from 
direct sunlight. 

• To avoid damage to the internal circuits and the external surface 
keep away from heat (stoves, etc.). 

• Avoid using spray type insecticide near the Akai ME25S. It can 
damage thp^flWsthBndimightigaiteisudtlenly. 

• To avoid damaging the finish, never use denaturated atoohol, paint 
thinner or j|ther similar chemicfils to clean the Akai Mp25S. 

• Place the Akai ME25S on a flafindiolld surface. ; ' i 

To enjoy the Akai Mg2§S. for* ton8 tim9>.;plea»e!readithlsopei^ 
manual thoroughly. 



Should a problem persist, write down the model and serial numbers and 
all pertinent data regarding warranty coverage as well as a clear descrip- 
tion of the existing trouble. Then, contact your nearest authorized Akai 
Service Station, or the Service Department of Akai Electric Company 
Tokyo. Japan. 



TWO CORE FLEX 
IMPORTANT 

, The wires in this mains lead are coloured in 
aacctirdsnce with the toilowb^ cdde: 
OBIu^ Neutral 
Brown: Live 

As the colours of the wires in the mains lead 

of this apparatus may not correspond with the 

cokjured markings identifying the terminals in 

your plug, proceed as folkjws: The wire which 

is coloured blue must be connected to the 

terminal which is marked with the letter N or 

cokjured black. 

The wire which is coloured brown must be , 
connected to the terminal which is marked Bim 
with the letter L or coloured red. (Neutral) 
* Do not connect any wire to the larger pin marked E or ^ w 

wiring a plug. Ensure that all terminals are securely tightened and 

that no kwse strands of wire exist. 




A 


CAUTION 


A 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 


CAUTION: TO REDUCE THE RISK OF ELECTRIC SHOCK 

DO NOT REMOVE COVER (OR BACK). 
NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED SERVICE PERSONNEL. 




The liohtning flash with the arrowhead symtxil superimposed across 
• a oraphical repnesentation of a person, within an equilateral trtongte, 
^ is intBrided to alert the user to the presence of uninsulated "danger- 
ous voltage" within the product's enckraure; that may be of sutftolent 
mawtitiKle to constitute a risk of etecMc shock. 

The exclamatkxi poim within an equilateral triangle Is intented to 
alert the user to the presence of Important opeiMinasnd maim- 
, nance (senrtoinsi ^nmi<^mminm«manmieet^^ 
pliance. 
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Specifications 



The ME25S is a processor for usb exclusively with 
MIDi electronic instruments. ., - . : - . - 

1 . This processor makes it possible to split the note 
data of the MIDI signals into four groups, assign a 
MIDI channel to each, and transmit the data on 
each channel. 

2. When connected to a MIDI keyboard not 
equipped with the split function, the keyboard 
can be split, making it possible to play a number 
of sound modules or samplers with a single 
keyboard. 

3. The ME25S can be used to assign MIDI channels 
and transmit data even on a keyboard having only 
one MIDI transmission channel. 

A foot switch can be used to switch sound 
modules or samplers, making for very efficient 
playing. 

4. 64 split or other set up patterns can be stored fn 
the memory, and the memory bank can be 

' switched immediately using the foot switch and 
the MIDI program change data of an instrument 
connected to the ME25S input. 

v,. NOTE OFF data is emitted when the bank is 
switched, thus preventing malfunction of sound 
modules or samplers connected to the ME25S. 



' CONNECTION TERMINALS 

INPUT MIDI/IN (0IN/5P) XI 

OUTPUT MIDI/OUT (DIN/5P) x2 

MIDI/THRU {DIN/5P) xl 

BANK UP (F or foot switch/standard phone Jack) xl 

' MIDI RECEPTION CHANNEL/IN CH 1 

MIDI TRANSMISSION CHANNEL/OUT CH.1-16 

FUNCTIONS 

POWER Power Switch; ON/OFF 

DISPLAY 7 segment red LEDs w/dots x4 

BANK/COPY Bank/Copy mode selector 

SPLIT ; . Split channel assign switch 

PARAMETER Parameter selector 

MIDICH/1 ~16 
SPLIT POINT/0-127 x4 
PROGRAM CHANGE/ 1 ~1 28 
OCTAVE SHIFT/ ±3 
WHEEL/ON, OFF 

BANK/PARAMETER DOWN. UP: Numerical setting switch 
(For wheel setting, off/down, on/up) 

MEMORY BANK x64 

POWER 

REQUIREMENTS 1 20 V, 60 Hz for USA and Canada 

220 V, 50 Hz for Europe except UK 
240 V, 50 Hz for UK and Australia 

POWER CONSUMPTION 5 w 

FRONT PANEL EIA-1 U rack mount type 

MAXIMUM EXTERNAL 

DIMENSIONS 482.6 (W) x45.7 (H) x 1 20 (D) mm 

WEIGHT .1.8 kg 

For improvement purposes, specifications and design are 
subject to change without notice. 
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Coitrels 



EIA-1 U Rad< Mount Type Front 
Panel 

When uaing the ME25S on a rack, be 
sure to use an E!A rack and secure 
tto MESSS securely with screws. 



PflWER Swttett 

Use this switch to turn the ME2SS 
power on and off. 

When the pomi Is turned on, the LED 
(b-DwillHght. 



iANK/SPlIT Mode Display 

"b" is displayed in the MRK/Ctrtr 

mode. In the COPY mode, the "b" 

ftoshes. 

Also, 1 -4 are displayed when in the 
^ sp^Kmqde, 



Bank Number/PariHneter Data 



When in the BAHKmode, 1 -64 are 
displayed. 

When in the SPLIT mode, the MIDI CH, 
SPLIT POINT, PMM CUB (program 
change), OCT SNIjFT , or NMIEI, QN, 
OFF parameter data Is dISiJiayed. 
The dot (.) located underneath and to 
the right of the 1 QQs place Indicate 
the split point's lower voice note 
number setting mode. The dot (.) 
which is located underneath and to 
the right of the 1 s place indicates: the 
upper voice note numljer setting 



BMK/PARMIETEKMIWN Switch and 
lfidicat<^ 

This switch is used to decrease the 
bank number or parameter value. 
The value decreases one step each 
time the switch is ixessed. If heW de- 
pressed, the valueai decrease auto- 
matically. 



BANK/PAiMETf R UP Switch and 

Irjdicator 

This switch is used to increase the 
bank number or parameter value. 
The value increases one step each 
lime the switch is pressed. If tieid d«i- 
pressedi the values increase auto- 
matically. 



BANK np Jack 

Use this jack to connect the foot 
switch. 

The foot switch can he used to 
change the bank number. 



nuMMmn 

M) aur fMK enuMi 
CH mm em mtt 

□ □ □ □ □ 










8.8 8. 


1 
1 



Mk^GOn SHJff PAFUMCn 

C3 □ □ 



□ □ 



PAHAHiTIi Indicator 

Displays the mode according to the 
position of the parameter selection 
switch.. , . 



BANK/C8PV Switch and Indicator 

This switch is used to call out a ttank^ 
number or to copy the data for one 
bank number onto another bank 
number. 



PARAaETER Switch and Indicator 

This switch is used to select among 
five types of parameters; MIDI chan- 
nel, split point, program change, 
octave shift, or wheel. 



SPLIT Channel Assign Switch 
Indicator 

This Is the four group split channel 
assign switch. Each time the switch 
is pressed, the number on the 
BANK/SPLIT mode display increases 
from 1 —4. 
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■III li Jack -. L. 

This input jack Is exclusively for MIDI 
signals. 

Connect It to the MIDI OUT jack on a 
sequencier, keyboard, etc. 



^ mm OUT Jacks 

These output jacks are exclusively 
for MIDI signals. 

Connect them to the MIDI IN jacks on 
a sound module, sampler, or key- 
board. The same MIDI signals are 
transmitted from both jacks/ 



Mini THRU Jack 

When this jack is used, the MIDI sig- 
nals Input to the MIDI la Jack are 
output directly without being pro- 
cessed. 

Power Cord and Plug 

Connect the power cord to a house- 
hold AC outlet. 



Connections 



Before Connecting — — 

• Make sure the power of the equipment to be connected 
has been turned off. 

• Insert the plugs securely into the jactts. 



Exampie Of Connections 

• In this exampie, several external sources (sound modules 
samplers) can be played on the Iteyboard wtth split voices. 



Pyrith(,sizer 




Sound module 1 



IN 



THRU 



VX90 



as a QislS S"S « 



IN [ 



OUT 



3 



IN ? Sound mcxlule2 



VX90 THRU 
IN 



IN 



Sampler 1 



Q So 



Sound module 3 













f '1 fa O 






0 9 « 



THRU 
IN 



Sei2 



8612 
Sampler 2 



set 2 



r- Connections — 

• Use MIDI cables (DIN/5P plugs) for cOnnftdtions to the 
MISI IH , MIDf OUT, and MIDI TMRUjatiks: 

• CHI is used as the MiD! reception Channel. 

Set the transmission channel of the unit connected to 
the ME25S MIDI IN jack to CHI . 



1 Sound module (1): Sound is produced on MIDI CHI over the 
total range of the keyboard. 

2. Sound module (2): Sound is produced on the MIDI channel 
assigned to split 1 over the assigned range. 

3. Sound module (3): Sound is produced on the MIDI channel 
assigned to split 2 over the assigned range. 

4. Sampler (1); Sound is produced on the MlDl ch^innd as- 
signed to split 3 over the assigns] range. 

5. Sampler (2): Sound Is produced on the MIDI ctiannel as- 
signed to split 4 for the assigned range. 



1. Baste input 

1. wmin mnu m m mt^ hoidth© mMUmm switch de- 
pressed and turn on. the POVfR switch at the same time in 
order to clear the memory bank, "(b-l)" appears on the dis- 
play, bank number 1 is called out, and the unit Is set to the 
data input mode. 



2. Use the IMR/PAIIAIIETEII UP and OOMW switches to set the 
bank number (1 —64). 

The value increases one step each time the HP switch is 
pressed. If held depressed, the values increase rapidly. The 
value decreases one step each time the DOWN switch is 
pressed. If held depeessid; the values decrease rapidly;' 

3. Press the SPilTSwItch and assign the split channel (1-4)^ 
Usually begiii lriput from split 1: ; 



4. Assign a MIDI channel to the assigned split channel. Check 
that the parameter display's MIDI CH indicator is lit. If a dif- 
ferent indicator is lit, use the PARAMETEil switch to light the 
molCH indicator. 



BANK/SniT DATA 






ib - ll 




Mm y COPY SWJT pmMmwB 

E □ □ 



BANK/SPUT - 


— DATA 


/fa- 


31 





BANK/PARAMETER 
DOWN UP 



□ 01 




PARAMETER 
MDt SPUT PtKM OCT WMXL 
CH KMT CHG SHIFT 

■ □ □ □ □ 



BANK /COPY SPUT PARAMEPEr] 

O' ■ n if I 
LJI uU 



The MIDI channel (1-16) is also set using the 

BANK/PARAIRETEIIilPiandimirii switches < 

Once the MIDI chaririel^ assianed, press the PARAMETEit 

switch. ■ , 



5. When the parameter display's SPLIT POfllT indicator lights 
and dot (.) on the data display lights, the split point/lower 
voice note number (1-127) should be assigned. To do this, 
use the BANK/PARAMETER UP and BOWH switches. 




PARAMETER BANK/SMJT 0ATA- 

mot mst mitrm imm. r~~ ~ 
CH KwrcHG SMrr / | 



a ■ □ □ □ / I 



1^ £^ 



6. Press the PlilMIIli switch again. When the dot (•) 
beneath and to tlie right of the data display lights, the split 
point/upper voice note number (1 -1 27) should be as- 
signed. Use the BAii/PAIMITIi iP and BOWN switches 
to do this. 

NOTE: The upper note numlier cannot drop lower than the 
lower note numt}er. 
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7. Press the PARAMETER switch. When the PMH CM indicator 
on the parameter display lights, the program change 
number should be set. 



Use the iAMK/PARAHETER UP and DOWN switches to set the 

program change number (1 —1 28). 

NOTE; The program change signal is only sounded when 

a program is executed or when the bank is 

changed. 




8. Press the PARAMETER switch. When the OCT SHIFT indicator 
on the parameter display lights, the split range interval 
should be set. 

NOTE: Shifting higher than the range of the sound source 
is not possible. 



To shift the interval, use the BANK/PARAMETER UP and 

switches to set the shift value (-3 ~0~+ 3). 



10. 



Press the PARAMETER switch. ; 

When the WHIll indicator on the parameter display lights, 

the wheel/ttender data should be set on or off. 

Press the BANK/PARAMETER UP switch to turn on, or the 

DOMTN switch to turn off, then press the PARAMETER switch. 



11. The split 1 input has now been completed. 

The next split channel <an be set when the MIDI Cii indica- 
tor on th<» parameter display lights. 

• Repeat steps 3 through 1 0 to input splits 2 to 4. The 
input for one bank number is finished when the input of 
split 4 has been completed. 

• Now rejjeat steps f through 1 0 to Input other bank num- 
bers. 



PARAMETER 

WOI SPUT PR6M OCT WHEEL 
CH POm CHG SM»T 

□ □ □ ■ □ 



BANK/COf'Y SPUT PARAMETER 

a a a 



BANK/SPUT DATA 


BANK/PARAMETER 

DOWN UP 

Q m 


. / / ' :,::«?/ 




BANK/'SPUT DATA 


BANK /PARAMETER 
DOWN UP 


/ IDF~F] 





PARAMETER BANK/SPUT — DAT A- 

MIDI S«_rr PRGM OCT WHEEL I 

CH PC«(T CHG SHIFT / | |" 



□ □ □ □ / I 



■1. Changing Inpyt Data 

1 . Press the iiii/CiPf switch and set the bank number you 
wish to change. 

2. Press the SWIT switch and set the split number you wish to 

change. 

3. Press the PARAMETER switch and set to the parameter you 
vish to change. 

Jse the BANK/PARAMETER HP and DOWN switches to change 
the data. 

* When changing all input data, hold the BANK/COPY switch de- 
pressed, and turn on the POWER switch at the same time. 



BANK /COPY SPUT PARAMETER 




□ □ 



BANK /COPY SPUT PARAMETER 

a a □ 



BANK /COPY SPUT PARAMETER 



□ msmimm wsmiBsm vmm mm, 

□ Bl urn. 



BANK /PARAMETER 

DOWN IF 



3. Copying input Data 

• The ME25S is provided witli a bank copy function, making it 
possible to copy the input data for one bank number onto 
another bank number. 

1 . Press the IftMK/COPY switch to set the baftk number contain- 
ing the data you wish to copy. 



2. Press the BANK/COPY switch again and the "b-" on thedisplay 
will begin to flash!. 



3. Using the BANK/PARAMETER UP and DOWN switches, set the 
bank number onto which you wish to copy, then press the 
iAIIK/COPY switch agf in. 
® liiebankcopyopfrattophasnowbeencompletecl. J 
NOTE: If copying ii performed while MllM III Is receiving note 
ON irvfdrmatien«jHIDi OUT may remain in this state of 
sending note ON infocnoiatlon Indefinitely. 



BA»B(ySPUt-i-DATA 


BANK /COPY SPLIT PARAMETER 


fb - J] 


-=| 




aV«y SPIJT DATA ■■' 

— 1 — 1 


BANK /COPY SPLIT PARAMEreR 

10 □ □ 

mm 




BAMC/SPUT ' DATA— 


BANK/ PAR AilETER 
Down UP 







4. CHedkfhg Input Data 

• The f^E25S is equipped with a function for checking the data 
in each bank. 

1 . Press the BANK/COPY switch to set the bank number ypu 

wish to check. 



2. Press the SPLIT switch and set the split channel; 



3. Press the PARAMETER switch. Each time the switch Is 
pressed, the parameter changes in the following order: 
MIDI CH SPLIT POINT - PROM CHO - OCT SHIFT - 

WHEEL 



BANK/SPUT DATA - 


BANK /COPY M'lH I'ARAMU rER 


lb - 3l 


ra □ □ 

"■HI^HBBA 9MMHMIH maa^^^^^ 




BANK /COPY SPUT PARAIiETER 



□ [fl □ 




BANK /COPY SPUT PARAMETER 

□ □ E 

Till 



8 



xamples of Applications 



The foliowing BxumpiBS are 0est£ined to heljp you u$e the 
ME25S to its fuHi8l:#^rrt. 



Using as a MIDI Channel Converter/MIDI 
Channelizer 



Sampler 




Keyboard OUT 
ME25S i IN 



CHI 



THRU 



OUT 



Smplar 



3 



BANK UP 



Sampler 



Foot Switch 
CH4 PS-X80 



CH6 



CHS 



When the ME2SS is used, transmission is possible on any chan- 
nel by using the foot switch, even with a keyboard whose IMiDI 
transmission channel is fixed at CHI . 



Using as a Keyboard Splitter 




lj:: 

Keyboard I OUT 



ME25S 
i . U 



lou 

I IN 



CHI 



8 8«» 'Ob's &6 



THRU 



Sampler 



CHI 



Sampler fi 



OUT 



BANK UP 



B 

Foot Switch 
PS-X80 





Sampler 


IN . ,.,-.v-. 











Sampler ^ pug 



CH4 



CHS 





Sampler 


IN CH3 











A l<eyboard not equipped with the split function can be split four 
ways. 



Inpyt Example ■ '-^ f .: 

BANK1 V ' .'■[-i-y ■ V '■; rj v-,-, c r 

Set SPLIT 1-4 to the following parameters: 

MIDiCH:4 

SPLIT POINT L: Lowest itey on keyboard (CI =36) 
SPLIT POINT H: Highest key on keyboard (C6=96) 
PRGM CHG: Desired program change number 
OCT SHIFT: Set to 0 or anywher© within ±3 
WHEEL: ON or OFF 



For BANK 2, set the MIDI CH for SPLIT 1- 
parameters to the same values as BANK 1 . 



-4 to 6, and set the 



For BANK 3, set the 1^4101 CH for SPLIT 1 -4 to 9, and sat the 
parameters to the same values as BANK 1 and 2. 



Input Example 

BANK 1 
SPLIT 1 

= M POINT tr36 (CD.H: 47<81), 

PRGM CHG: 16, OCT SHIFT: 1 , WHEEL: OFF 

SPLIT 2 

MIDI CH: 3, SPLIT POINT L: 48 (C2), H: 71 {B3), 
PRGM CJ^G: 21 , OPT SHIFT: 0. V/HEEL: OFF 
: SPLIT 3 

MIDI CH:4, SPLIT POINT L: 72 (C3), H: 83 (84). 
PRGM CHG: 28, OCT SHIFT: -1 . WHEEL: ON 
SPLIT 4 

MIDI CH: 5. SPLIT POINT L: 84 (C5). H: 96 (C6), 
PRGM CHG: 64, OCT SHIFT: -2, WHEEL: OFF 



0' 



Using as a Program Change Number Presetter Using the Sfiiit Fiinctl<>h te i^ luMest 



Keyboard 



iiiiiiiiiimiiifni 



10 



Program No. 32 



IN 



iaes Q fi p n □ 



THRU 



TIN 



ProflramNo.32 



OUT 



BANK UP 



Foot Switch 
PS-X80 



■ 1.1, ,„-,^ • „,„ij ■ ■ 



Program No. 56 



® 



jPr< 
TIN 





llN 




® 











D''- ''^^Sif;;3ws;:,• 



ProgramNo. 10 
IN 



Program No. 27 



Pragram No. 23 



The Mg25S can be used to preset the program chahfle numbers, 
convenient whenithe keyboard's program change numbers are 
different front' the MIDI delay, reverberator and external sound 
sources' program chan^ numbers. 



Sequencer 



1 1 «ai" 



1 1 Mami^maaaaai 
|a iifgajiaiSHnrj 



ME25$ 



OUT 



IN 



THRU 



@ 


IN 








Track 2 


(D 


riN 


5'5i JI^!|-j??5| ...... 


® 


Tracks 


IN 


Q s ■ - - ■ ■ 



® 



OUT 
IN 



Foot Switch 

PS-X80 

CD 



BANKUF 



(|) 



i) T IN 



Track 1 

IN ® 



I Track 1 
T IN 

Track 1 Track 1 



Track 4 



The split function on the ME25S can be used to run dlffei 
parts on many external sound sources over a single sequencwr 
track. 

The fpllowing example fully utilizes the octave shift function. 



Input Example 

BANK 32 

SPLIT 1 

MIDI CH: 2, SPLIT POINT L: 36 (CI), H; 96 (C6), 
SPLIT POINT L: 36 {CD, H: 96 (C6) ' ^ ■ 

PRQM CHQ: 1 0, OCT SHIFT: 0. WHEEL: OFF 
For SPLIT 2-4, set the MIDI CH to (3) - (5) and the PRGM 
CHG to (23). (56), and (27); Set the other jwirameters as for 
SPLIT1. :■■ 
When the split points are changed, external sound sources 
® and (2) can be used to split the keyboard. 

When keyboard program change number (32) Is selected, exter- 
nal sound source (§) and ME25S bank number (32) are called 
out, and the program change numbers of external sound 
sources (f) through (s) are called but according to the data 
stored in ME25S bank number (32). 



Input Example"'"" 

BANK 1 

SPLIT 1 
MIDI CH 5 (Bass part). 

SPLIT POINT L: 12 (-C1), H: 35(B0), ^ ^ 

PRQM CHG: 1 4, OCT SHIFT: 1 , WHEEL: OFF 

SPLIT2 
MIDI CH: 6 (Melody part), 
SPLIT POINTL:3efei),H:107(B€)i 
PRGM GMG; 26, OCT: ^hWFT: O^WHEEL: OFF 

SPLITS ■ ;;■■/; ;,■■■./ ■ ^r: > 

MIDI CH; 7 (Percussion part I), . : - 

SPLIT POINT L: 108(C7),H; 108(C7). ^ ^ ^ 
PRGM CHG: 64. OCT SHIFT: -3, WHEEL: OFF 

SPLIT4 
MIDI CH: 8 (Percussion part II), 
SPLIT POINT L: 1 1 0 (D7), H: 1 1 0(D7), 
PRQM GHG* 56, OCf SHIFT; WHEEL: OFF 

The play data for external sound sources (5) through (8) corre- 
sponding to the ME25S set up is input to sequencer track 1 by 
step writing. For tracks 2-4 and above, the data for the corre- 
sponding external sound sources Is Input by either real tir 
playing or step writing. 

In this way, the ME25S can be used to play a greater numbt 
external sound sources than the number of tracks on the 
sequencer. 



Notes on Operation 



10 



The MIDI note numbers 0 through 127 should be fully uhder- 
stood before using the ME25S. 

The following shews the MIDI note numbers corresponding to 
the keyboard's scales. 



The ME25S is equipped with a function for checlcing the data In 
each bank. For convenience, however, we suggest you copy the 
program sheet on the following page and fill it In. 




Maximum MIDI note number sound 



Maximum B8-I«ey A scale sound 



Maximum 61-key and 73-key C scale sound (8' range) 



-TUI^E 438-443 Hz 



88-key A scale (piano) middle C 



Minimum 61 ^ey C scale sound (8' ranjiie) 



Minimum 73-key C scale sound (8' range) 
: Minimum 88-key A scale sound 



Minimum MIDI note number sound 



ME25S Program Sheet 



RANK 




MIDI 

CH 


SPLIT 

roiNT 

INPUT 
LOW- HIGH 


1 

PRGM 
CHG 


OCT SHIFT 


- WHEEL 


^UND MODULE 


-i. Q 
X O 


OUTPUT 
LUW —rHOrl 


ON/OFF 




1 












ON/OFF 




2 








jZ 




ON/OFF 




3 








j_ 




ON /OFF 




4 












ON /OFF 






1 








H- 




ON/OFF 




2 












ON/OFF 




3 








+ 




ON/OFF 




4 












ON/OFF 






i 












ON/OFF 




2 








+ 




ON/OFF 




3 












ON /OFF 




4 








~L. 




ON /OFF 






1 












ON /OFF 




2 








-4- 




ON/OFF 




3 








in 




ON/OFF 




4 












ON /OFF 






1 








-4- 




ON /OFF 




2 








~4- 

jp 




ON /OFF 




3 








-)- 




ON/OFF 




4 








-4_ 
32 




ON/OFF 






1 








-f- 




ON /OFF 




2 












ON /OFF 




3 








-4- 

-J- 
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